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pin-marks on the celluloid, it, has been found through experience
that accurate work can bo done without the use of a pin. Many
instrument men never use one, relying merely on the eye to
place the ruler of the instrument, in position, but some time is
lost thereby.
.Everything considered, it is extremely doubtful whether cel-
luloid offers any decided advantage over paper as a table cover-
ing, and it will probably never have any wide use except in those
cases in which it is necessary to work during very moist
conditions.